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BILL NO. S-91-11-22 Y 
P9_G 
SPECIAL ORDINANCE NO. CLL 
AN ORDINANCE approving the 
purchase of various chemicals for 
the City of Fort Wayne Water 
Pollution Control Plant for 1992 
by and through its Department of 
Purchasing. 
WHEREAS, the Common Council of the City of Fort Wayne, 
Indiana, previously passed the following Ordinances for the 
purchase of various chemicals during 1991 for the Water 
Pollution Control Plant: 
ORD. NO. CHEMICAL AMOUNT 
5-11-91} FERROUS CHLORIDE $46,900.00+/- 
(Ref. No. 974) 
Worthington Steel 
S-310-90 LIQUID CHLORINE $37,999.50+/- 
(Ref. No. 963) 
Jones Chemical 
WHEREAS, the above contracts for the purchase of 
various chemicals were originally bid for a one (1) year period 
with an additional one (1) year extension; and 
WHEREAS, the Department of Purchasing desires to 


approve the one (1) year extension for the above referenced 


contracts for 1992 as follows: 


REFERENCE 1992 AWARD 
REF. NO. 974 $91,900.00+/- 
REF. NO. 963 $37 ,999.50+/- 


NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1. That the above referenced purchase of 
various chemicals by the City of Fort Wayne, through its 
Department of Purchasing, for the Water Pollution Control Plant, 
which are on file in the Office of the Department of Purchasing, 
and are by reference incorporated herein, made apart hereof, and 
are hereby in all things ratified, confirmed and approved. 

SECTION 2. That this Ordinance shall be in full force 
and effect from and after its passage and any and all necessary 


UKL. 


approval by the Mayor. 





p AS TO FORM AND LEGALITY 


ee A Te Mola, Attorney 
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THE WORTHINGTON STEEL COMPANY 


350 LAWTON AVE. e MONROE, OHIO 45050 e PHONE 513/539-9291 


WRITER'S DIRECT DIAL NUMBER 


October 11, 1991 


Phillip B. Myers 
Director of Purchasing 
The City of Fort Wayne 
One Main Street/Room 350 
Fort Wayne, IN 46802 


Dear Mr. Myers: 


In answer to your letter dated September 24, 1991 (attached), we mutually agree to 
extend all prices and cost contained within Bid/Quote 974. Therefore, all items 
will remain unchanged for the time period of January 1, 1992 to December 31, 1992. 


As in the past, our commitment to service remains our number one goal. We look 
forward to a continued working relationship which everyone at Worthington has en- 
joyed so much in the past. 


Sincerely, 


Ay 


Perry Roark 
Controller 


PR: jp 
Enclosure 





ADDITIONAL WORTHINGTON STEEL LOCATIONS 
1205 DEARBORN DRIVE, COLUMBUS, OHIO 43085 « P.O. BOX 37, CATAWBA, SOUTH CAROLINA 29704 e 7701 CHATTSWORTH ROAD, MIDLAND, GEORGIA 31820 
1152 INDUSTRIAL BLVD., LOUISVILLE, KENTUCKY 40219 e 3434 N. POWELL AVE., FRANKLIN PARK, ILLINOIS 60131 e 8911 KELSO ORIVE, BALTIMORE, MARYLAND 21221 
P.O. BOX 3004, JACKSON, MICHIGAN 49204 e P.O. BOX 622, PAOLI, PENNSYLVANIA 19301 e P.O. BOX 638, TAYLOR, MICHIGAN 48180 
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BILL NO. S-91-01- / ) ) 


fe ic ET 
SPECIAL ORDINANCE NO. S- . 


AN ORDINANCE approving the awarding of 
Reference #974 by the City of Fort 
Wayne, Indiana, by and through its 
Department of Purchasing and WORTHINGTON 
STEEL COMPANY for the Water Pollution 
Control Plant. 
NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA; 
SECTION 1. That Reference #974 between the City of 
Fort Wayne, by and through its Department of Purchasing and 
WORTHINGTON STEEL COMPANY for the Water Pollution Control 
Plant, respectfully for: 
the purchase of ferrous chloride during 
1991 for the Water Pollution Control 
Plant; 
involving a total cost of Forty-Six Thousand Nine Hundred 
and no/100+/- Dollars ($46,900.00+/-), all as more 
particularly set forth in said Reference #974 which is on 
file in the office of the Department of Purchasing, and is 
by reference incorporated herein, made a part hereof, and is 
hereby in all things ratified, confirmed and approved. 
SECTION 2. That this Ordinance shall be in full force 


and effect from and after its passage and any and all 


necessary approval by the Mayor. 


Councilmember 


APPROVED AS TO FORM 
AND LEGALITY 





J. Timothy McCaulay, City Attorney 
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BILL NO. Sood Unf 


AN ORDINANCE approving the awarding 
of Reference #974 by the City of Fort 
Wayne, Indiana, by and through its 
Department of Purchasing and 
WORTHINGTON STEEL COMPANY for the 
Water Pollution Control Plant. 


SPECIAL ORDINANCE NO. g- a-a | 


NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA; 
SECTION 1. That Reference #974 between the City of 
Fort Wayne, by and through its Department of Purchasing 
and WORTHINGTON STEEL COMPANY for the Water Pollution 
Control Plant, respectfully for: 
the increase of Reference #974 for 
the purchase of liquid ferrous 
sulfate/ferric chloride for the Water 
Pollution Control Plant; originally 
approved by Council as Ordinance No. 
S-11-91; 
involving a total cost of Forty-Five Thousand and no/100 
Dollars ($45,000.00), all as more particularly set forth 
in said Reference #974 which is on file in the Office of 
the Department of Purchasing, and is by reference 
incorporated herein, made a Part hereof, and is hereby in 
all things ratified, confirmed and approved, 
SECTION 2. That this Ordinance shall be in full 


force and effect from and after its passage and any and` 


all necessary approval by the Mayor. 


Councilmember 


APPROVED AS TO FORM 
AND LEGALITY 


J. Timothy McCaulay, City Attorney 


DIGEST SHEET 
TITLE OF ORDINANCE: Special 
DEPARTMENT REQUESTING ORDINANCE: Purchasing 
SYNOPSIS OF ORDINANCE: An ordinance approving 
the award of Ref. No. 963 for the purchase of 
liquid chlorine for the Water Pollution Control 


Plant for 1991. The cost reflects the lowest 
and most responsive of three (3) vendors. 


IF NOT LOWEST, WHO WAS AND WHY WERE THEY NOT AWARDED: 


EFFECT OF PASSAGE: This is used in the 
treatment of waste water. 


EFFECT OF NON-PASSAGE: Would not have the 
necessary chemicals for sewage treatment which 
would violate our NPDES permit. 


MONIES INVOLVED: Jones Chemical $37,999.50 +/- 


PRICE AGREEMENT: Yes 
PURCHASE ORDER: 
SOURCE OF FUNDING: WPC Plant §14-533-S154-425A 


PRIOR APPROVAL: DATE: 
(IF APPLICABLE) 
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BILL NO. S-90-11-S3 , ON 
. Mik F / & 
SPECIAL ORDINANCE NO. s- ⁄/ 





AN ORDINANCE approving the awarding of 
Reference #963 by the City of Fort 
Wayne, Indiana, by and through its 
Department of Purchasing and JONES 
CHEMICALS, INC. for the Water Pollution 
Control Plant. 
NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA; 
SECTION 1. That Reference #963 between the City of 
Fort Wayne, by and through its Department of Purchasing and 
JONES CHEMICALS, INC. for the Water Pollution Control Plant, 
respectfully for: 
the purchase of liquid chlorine during 
1991 for the Water Pollution Control 
Plant; 
involving a total cost of Thirty-seven Thousand Nine Hundrea 
Ninety-Nine and 50/100+/- ($37,999.50), all as more 
particularly set forth in said Reference #963 which is on 
file in the Office of the Department of Purchasing, and is 
by reference incorporated herein, made a part hereof, and is 
hereby in all things ratified, confirmed and approved. 
SECTION 2. That this Ordinance shall be in full force 


and effect from and after its passage and any and all 


necessary approval by the Mayor. 


Councilmember 


APPROVED AS TO FORM ” 
AND LEGALITY 


J. Timothy McCaulay, City Attorney 

















Purchasing Department October 1, 1991 
One Main Street/Room 350 

Fort Wayne, Indiana 46802 

Attn: Phillip B. Myers 


aT 
Subject: Reference No. 963 Water Pollution Control 


We are able to renew the above mentioned contract for Bulk 
Chlorine at $73.50 a ton, plus $50.00 a day demurrage after 
120 days. 


This contract is extended until December 31, 1992. 


Sincerely, 


fia 


Bradley’ J. Schultz 
Branch Manager 
Beech Grove Operations 


BJS/sm 
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Passed and acopted by the Common Council of the City of Fort Wayne 
z Indiana, as 
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SANDRA E. Zeb 





A Approved and signed by me ey 
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DIGEST SHEET 
TITLE OF ORDINANCE: Special 
DEPARTMENT REQUESTING ORDINANCE: Purchasing 
SYNOPSIS OF ORDINANCE: An ordinance approving 
the award of Ref. No. 974 for ferrous chloride 
for the WPC Plant for 1991. The cost reflects the 
lowest and most responsive of two (2) vendors. 


IF NOT LOWEST, WHO WAS AND WHY WERE THEY NOT AWARDED: 


EFFECT OF PASSAGE: This is used in the 


removal of phosphate from sewage. 
Ais Spot tae 


IF REPLACEMENT, WHAT NECESSITATES: 
N/A 


EFFECT OF NON-PASSAGE: Fines for violation of 
our NPDES permit for the WPC Plant. 


PRIOR APPROVAL REQUESTED: N/A 
MONIES INVOLVED: Worthington Sti $91,900.00+/- 
PRICE AGREEMENT: Yes 


PURCHASE ORDER: 
SOURCE OF FUNDING: WPC Plant 514-533-S154-425A 


PRIOR APPROVAL: DATE: 
(IF APPLICABLE) 


BILL NO. $=-91-11=24 


REPORT OF THE COMMITTEE ON CITY UTILITIES 
PAUL M. BURNS, CHAIRMAN 


CHARLES B. REDD, VICE CHATRMAN 
EDMONDS, LONG, SCHMIDT 





WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 


REFERRED AN (ORDINANCE) , (RESOEUHPXSN} approving the 
purchase of various chemicals for the City of Fort Wayne 


Water Pollution Control Plant for 1992 by and through its 
Department of Purchasing 























HAVE HAD SAID (ORDINANCE) (RESOIRIDON) UNDER CONSIDERATION 
AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 
(ORDINANCE) _(RESODULION ) es 


DO NOT PASS ' ABSTAIN NO REC 
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DATED: S-d l- FF - 


Sandra E. Kennedy 
City Clerk 


